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DRAFTED BY COM/BIC/OED/MEPD/JLPHILBRICK/LW 
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COM/BIC/OED/MEPD/LENGLESON 
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P 082208Z MAY 75 

FM SECSTATE WASHDC 

TO AMEMBASSY SAN SALVADOR PRIORITY 

UNCLAS STATE 107785 

E.O. 11652: N/A 
TAGS: BEXP, ES 

SUBJECT: MAJOR PROJECTS PROGRAM: WATER SYSTEM, REQUEST 

EOR HYDRO GEOLOGIST 

REE: SAN SALVADOR 1736; TELCON PHILBRICK AND BROWN, 

— MAY 7, 1975 

1 . CANNOT REACH USUAL CONTACTS AT CONSULTING ENGINEERS 
COUNCIL BECAUSE THIS IS THEIR CONVENTION WEEK. HOWEVER, 
HAVE TURNED UP FOLLOWING NAMES OF INDIVIDUALS AND FIRMS 
WHICH HAVE EXCELLENT REEERENCES EROM EIRMS KNOWN TO US. 

— (A) GEORGE WILSON AT GERAGHTY AND MILLER, WATER 

— RESEARCH BUILDING, PORT WASHINGTON, NEW YORK, 1 1050, 

— TELEPHONE 516-883-6760, CABLE: WATER PORT WASHINGTON. 

— THIS FIRM SPECIALIZES IN GROUND WATER CONSULTING 

— AND IS RECOMMENDED BY MALCOLM PIRNIE INC. 

2. EXPECT TO HAVE ADDITIONAL NAMES BY FIRST OF NEXT WEEK 
BUT SUGGEST YOU FORWARD THIS AND LAYNE/NEW YORK TO ANDA 
WITHOUT WAITING. KISSINGER 

UNCLASSIFIED 
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